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ft. and at a distance of nearly 8 kilometer from Okhimath. The
lake is about 390 meters long, 240 meters wide and upto 30
meters deep at some places. It has some good fish also. I
visited it number of times.
Okhimath-Gopeshwar road and the hillock of Tnngnath
I have travelled hundreds and thousands of miles through
mountain road and through the length and breadth of India but
I am yet to see a more captivating, fascinating and thrilling road
which may provide stunning and grander views than those pre-
sented by the Okhimath-Gopeshwar road. It is a paradise drive
on earth. Moreover, it provides Darshan of Jangannath.
Such is the pleasure of travelling in Kedarnath Valley.